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1. REGISTRATION NO. 

14-RT)C17 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEAC QUARTERS REtjEARCH FACILITY (I'Jarr.e .ml A: hi, dj ;\'i;israre<3 with USDA, 

inclh :e Z.p Code) 


BCSTON UNIVERSITY 
5 CUMMINGTON STREET 
BOSTON, MA 0221C 
(617) 353-2463 
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3. REPORTING FACILITY (bst all locations where an.mals were housed or ured in aclut I reae.irch, testing, teaching, or e^penr-in ation. or -ieid r r these purposes. Attach jadifonal 
sheets if necessary.) 


FACILITY LOCATIONS all,! 


Sec Attached Lisbng 




A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. NLfnber..r 
animals b' 'inq 
bred. 

conditioned, or 
held for use in 
teaching, testng. 
exp>enments, 
researc*-. or 
surgery out not 
yet used for such 
perpesef. 

C. Number .:)T 

animals upon 
whicn tea titling, 
research, 
expennr ents, or 
tests were 
conducted 
involving no 
pam, distress, or 
use of pain* 

-■eliev nq 'jriigs. 

D. Number ol upen 

which exper mens, 
teaching, research, 
surgery, cr tests were 
ccnducteJ involving 
accompanying pain or 
distress to the animals 
and f*x which apprepnate 
anesthetic, anaiges c. or 
tranqjilinng drjgs were 
u:;ed. 

E. .iniiTi. .supon .vhicn a.ijurg. 

expHr ments. research, surgery or tests were 
conducted irvolv.ng eccompjnying pain or distress 

1C frie animals and for which the use of apprcoriaie 
are^thetic.anaigesic. or tranQuii.zing daigs would 
have ad/ersery affected the procedures, results, or 
inteirretatioo of the teaching, research. . 
experirr.ertts, surgery, or tes:s- {An T>x/)/anaf«n of 
ihe p ‘ocodures producing pam or distress in these 
iintr.'iats and the reasons si.eh efrugs were nof used 
must he attached to this r ■■pofti 

F. 

TOTAL NO. 

OF ANIMALS 

(Cots. C ♦ 

D + E) 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards gcue ring the ca 
and following actual research, teaching, testing, surge 

2) Each pnndpal investigator has considered alternative 

3) This facility is adhenng lo the standards and re' iulatio 
principal investigator and approved by me Inslituiiona 
addition to identifying the lACUC-approved excepUon- 

4) The attending velennanan lor this research facildy ha 

ri5pects of animal care and use. 


e. treatmeri, anduseofanin als. mdud.ng app'oevate ud! of aneslheti.-., analgei ic. ant Iranquii.zirg Orjgs, prior to. dunng, 
•y, or expenmertation were fc'low&d by this resea 'ch facility. 

, to pa-nful procedures. i 

under lh.» Act and it has required that exceptions to the standard, and regulations be specified and explained by the 
Animal Ca-e 3rd Use Committee . .ACUC) A suiumaiy of all the exceptions is attached to this annual report, m 
. Ihis summary ndudes a brief exp enauon of the axcept.ons. as well as the spe.;ies and r.unber of ar.mals affected. 

. op.-ropria'e authonty to ensure he provision of .idsouate velennary rare and lo oversee the adequacy of other 


CERT1F CATION BY HEADQUARTERS RE.SEARCH FACILITY OFFICIAL 
(Chief executive Officer or Legally Responsible Institirimal off cial) 
y that the above is true, correct and complete 7 U.S.C. Section 2143) 
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Boston University 

Charles River Campus 
Institutional Animal Cate 
and Use Committee 
5 Cumminston Street 
Boston, Massachusetts 0221 a 



(b)(6), (b)(7)c 

Protessor or oiuiu&x 
TACUC Chairman 

(b)(6), (b){7)c 

E-mail: wdmiiier^hu.edu 


(b)(6), (b)(7)c 
lACUC Aaminisirator 
(b)(6), (b)(7)c 

E-mail; shrnn'ibv.cdu 
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USDA Annual Report -2006 

Boston University - Charles River Campus 
5 Cummington Street 
Boston, MA 0221 5 
Registration No. ; 14-R-0017 

Addendum: Column "E" explanation; 

1 . instHution Registration Number. USDA Number 1 4-R-OOl 7 - Boston University 
Charles River Campus 

2. Number of animals used In this study. 1 

3. species (common name) of animals used in the study: Ferret 

4 Explain the procedure part of the brain. This 

Procedure: Electrolyse 'f aseptic technique. The 
procedure v/as conduc e (onalaesic) and subcutaneous fluids post- 
animal received butorphanol {ana^) ^ecumbancy. The animal was 

5, P,ovK>. sc,.o.,.c wo„,d 

Slat, mrihod. or moon. “ *7" todlng. .e« ‘ , 

totedol. with anirocl experienced was unintentional, 

The probable pain and ,ru:.sics were provided to relieve infra- and post- 

and proper anesthetics ® orocedures were followed, and had the 

operative pain. P“'-°P®'°'7^“Xvrbeen eulhanized. Unfortunately, the 

SldSTorranycpportunity^^^^^^^^ 

rcWuTecovTrL^orthe procedure, and they ore classified ,n Category 

(eg. APHIS, 9 CFR 113.102). N/a 
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Agency. 



